switch would be safe to work on.  I can not say which safety
argument has the most weight, but I can say that if MSHA
wants the visual disconnect switch on the low voltage side
of the transformer or if it wants a visual disconnect switch
for every circuit breaker box, it can so state in its standard
It is obvious from this record that the MSHA electrical
inspectors have not all agreed with Mr, Lester.

I hereby VACATE all 27 citations.  These cases are

DISMISSED.

Proposed findings not included herein are REJECTED.

Charles C. Moore, Jr.,
Administrative Law Judge
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